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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 153876 
ORIGIN SY-05 

INFO OCT-01 ISO-OO EUR-12 /018R 

DRAFTED BY A/SY/OPS/T: FBRANDT: RS 
APPROVED BY A/SY/OPS/T: DGFISCHER 
DESIRED DISTRIBUTION 
A/SY/OPS/FO/EUR 

029982 020038Z/62 

R 011900Z JUL 77 
FM SECSTATE WASHDC 
TO AMEMBASSY MOSCOW 

UNCLAS STATE 153876 

FOR TSO LECHEVET PASS TO KELLY 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: FIRE DOOR HARDWARE 

1 . SY/T PREPARED TO SUPPLY PANIC BARS WITH ALARMS AND 
RELATED INSTALLATION HARDWARE FOR FIRE PROJECT EXIT DOORS. 

REQUEST A/L (ALARM LOCK) MODEL 70R AND THE NUMBER OF UNITS 
REQUIRED. SPECIFY IF YALE OR MEDECO CYLINDERS ARE DESIRED. 

2. SY/T, AT PRESENT, WILL NOT SUPPLY PUSH-PULL BARS FOR 
CENTRAL STAIRWELL DOORS. THESE ARE AVAILABLE THROUGH 
GSA, MCMOSTER CARR, ETC. 

3. REGARDING NECESSITY FOR SLIDING DEAD BOLTS TO SUPPLEMENT 
PANIC-BAR AND KEYED DEADBOLT A/L MODEL 70R- ACTIVATION 

OF KEYED DEADBOLT AND LOCAL "SIREN" ALARM WHICH IS STANDARD 
ON 70R PANIC-BAR, SUPPLEMENTED BY INTRUSION DETECTION 
EQUIPMENT MAY BE SUFFICIENT FOR YOUR PURPOSES. IF RSO 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 153876 

MAINTAINS REQUIREMENT FOR SEPERATE SLIDING DEADBOLTS, SY/T 
(RUSS WALLER) IS FAMILIAR WITH "NON-LATCHING" DEADBOLT. 

ADVISE IF REQUIRED. CHRISTOPHER 
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